To:  Card,  Joan[Card. Joan@epa.gov] 

From:  Pfaltzgraff- CDPHE,  Patrick 

Sent:  Sun  8/9/201 5 7:33:44  PM 

Subject:  Meeting  re  Gold  King  Mine 

Joan, 

Did  you  want  to  meet  regarding  the  treatment  system  at  the  Gold  King  Mine?  I've  got 
my  engineering  staff  standing  by.  Sorry  for  bugging  you,  I know  you  are  busy. 

Pat 


Patrick  J.  Pfaltzgraff 
Division  Director 
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